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SUBJECT : CCMS; SMALL GEOTHERMAL POWER PLANTS WORKSHOPS 
SAO MIGUEL, THE AZORES, PORTUGAL, SEPT. 8-11-1975 

1. FOLLOWING IS TEXT OF "STATEMENT OF GOALS FOR CCMS SMALL 
GEOTHERMAL POWER PLANTS PROJECT” AS APPROVED BY PARTICIPANTS 
IN SUBJECT MEETING: 

BEGIN TEXT: 

PARTICIPANTS AT THE SECOND CCMS WORKSHOP ON SMALL GEOTHERMAL 
POWER PLANTS, HELD IN PORTUGAL AT FURNAS, SAO MIGUEL, THE AZORES 
SEPTEMBER 8-11, 1975, CONVINCED OF THE NEED FOR THE DEVELOPMENT OF 
SMALL GEOTHERMAL POWER PLANTS AS ONE POSSIBLE FIRST STEP TOWARD 
DEVELOPMENT OF GEOTHERMAL POTENTIAL AND AS LEARNING AND TRAINING 
SYSTEMS OF VALUE TO ALL COUNTRIES PROPOSE, AS INDIVIDUAL EXPERTS 
IN THIS FIELD: 
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1. THE DEVELOPMENT, UNDER THE AUSPICES OF CCMS, OF THE BASIS 
FOR BASIC DESIGN CRITERIA OF A SET OF SPECIFICATIONS ON A PROTOTYPE 
SMALL POWER PLANT, AS AN EXAMPLE OF ONE POSSIBLE, USEFUL ALTERNATIVE 
MODEL, WHICH WOULD BE A V AIT, ALE. TO ALL INTERESTED COUNTRIES AND 
INTERNATIONAL ORGANIZATIONS FOR ADAPTATION TO A PARTICULAR LOCATION 
AND FOR POSSIBLE CONSTRUCTIONS, AFTER ADAPTATION, UNDER NATIONAL AND/ 
OR OTHER INTERNATIONAL AUSPICES, AND 

2. TO THAT END.ESTABLISHMENT OF A WORKING GROUP BY THE CCMS 

SMALL POWER PLANT PROJECT, COMPOSED OF EXPERTS FROM SEVERAL COUNTRIES 
WHICH, FOR EXAMPLE, HAVE BUILT SMALL POWER PLANT; SUCH EXPERT GROUP 
TO DRAFT WELL-DEFINED SPECIFICATIONS FOR THE DESIGN OF A PROTOTYPE 
SMALL POWER PLANT AS ONE EXAMPLE OF A USEFUL ALTERNATIVE MODEL, AND 
THE CRITERIA FOR THE SELECTION OF A DESIGN ENTITY, AND TO PRESENT 
SUCH SPECIFICATIONS AND CRITERIA TO THE PILOT COUNTRY FOR 
APPROPRIATE IMPLEMENTATION. END TEXT. 

2. FOLLOWING IS TEXT OF "STATEMENT BY GUEST DELEGATES'" APPROVED 
BY PARTICIPANTS IN SUBJECT MEETING: 

BEGIN TEXT: 

THE GUESH DELEGATES AT THE WORSHOP, TAKING NOTE OF THE ANNOUNCED 
PLANS TO ESTABLISH AN EXPERIMENTAL GEOTHERMAL LABORATORY IN 
CONNECTION WITH A PROPOSED EARTH SCIENCES INSTITUTE IN THE AZORES, 
BELIEVE THAT SCIENTISTS FROM THEIR COUNTRIES WOULD BE INTERESTED 
IN PARTICIPATING IN THE ACTIVITIES OF SUCH A LABORATORY ON A BASIS 
PERMITTING EXPERTS FROM ALL COUNTRIES OF THE WORLD TO SHARE THE STUDY 
OF DEVELOPMENTS OF GEOTHERMAL RESOURCES, CARRY OUT RESEARCH AND 
TEACHING, AND EVALUATE THE SOCIAL AND ECONOMIC IMPLICATIONS OF NEW 
ENERGY RESOURCES FOR THE COMMUNITIES THE RESOURCES ARE DESIGNED TO 
SERVE. END TEXT. 

3. SUMMARY OF DISCUSSIONS AT SUBJECT MEETING SENT SEPTEL. 
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